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PROPOSED SETD PARAGRAPH FOR BOSTON WORK STATEMENT 


The role of SE/TD as pertains to systems engineering^ approval of 
systems requirements, and acceptance of deliverable equipment, is herein 
recognized. Detailed functions and responsibilities of SE/TD are 
contained in Document SP 2-O85, Operating Procedures of SETD , dated 
k April 1962, which document is made a part of this Work Statement by 
reference. 
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